
WM. F. BERNSTEIN 


& CO. 


ASEPTIC 


. . Makers of. . 


I 


HIGH GRADE 


HOSPITAL 



Factory and office . 


917 RICHMOND STREET. 


. 7 . Show rooms . . . 

Cor. FOURTH and CALLOWHILL STS., 

PHILADELPHIA. 












^yS~ ^"V^^yA^^A ^y^ ^yA *y ^ ^"V~* *yA AJATyS - i 

THE SUNSHINE PRESS, PHILADELPHIA. 



/yA AJA /y3 


















































/ 


NATIONAL LIBRARY OF MEDICINE 
Bethesda, Maryland 

Gift of 

William H. Helfand 















Specify your wants 

WHEN WRITING FOR 
Discounts, 


BERNSTEIN 





Wm. F- Bernstein 

& Co. 


High Grade 



MAKERS OR . . . 

ASEPTIC ■ • 
• • *| HOSPITAL • 
% FURNITURE 


FACTORY AND OFFICE 

917 RICHMOND STREET 

SHOW ROOMS . . . 

Cor. FOURTH and CALLOWHILL STS. 

PHILADELPHIA 


IN INTRODUCING 
..OUR.. 



(gjl ATALOGUE we wish to say that by studying 


fj closely for more than eight years the requirements 


of Institutions of all kinds for Aseptic and Sanitary 
Furniture, we have won a reputation second to 
none for construction and finish. Our entire 


works are under our direct personal supervision, ensuring exactness in 
every particular. Our vast experience as manufacturers of these goods, 
coupled with close application to all details of mechanism, is double 
assurance to our patrons of being well served when entrusting any 
work to our care. 

We are constantly striving to improve to-day the climax of yester¬ 
day. Thanking our many friends for their kind favors in the past, and 
begging continuance of same, we are, 


Very respectfully, 



WM. F. BERNSTEIN & CO. 
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Discounts. 
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All goods requiring it are securely 
packed and crated, and unless other¬ 
wise ordered are shipped by freight 
over the most economical route. Our 
responsibility ceases on having ob¬ 
tained bill of lading from R. R. com¬ 
pany for goods received in good con¬ 
dition. By special arrangements we 
will assume all responsibility for de¬ 
livery of goods to destination in good 
order. 
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Wm. F. Bernstein & Co., Philadelphia. 




No. lOOO. 



Instrument Cabinet, with three doors, sheet-metal bottom, back and top. Sides, front and shelves of high-grade French 

plate glass. Highly polished brass locks and hinges. 

Height, 75 inches; width, 72 inches; depth, 18 inches. 


Price 


$300.00 
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No. lOOI. 


Instrument Cabinet, with two doors, sheet-metal bottom, back and top. Sides, front and shelves of high-grade 
French plate glass, highly polished brass locks and hinges. 

Height, 60 inches; width, 30 inches; depth, 16 inches. 


Price 


$167.00 
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Wm. F. Bernstein & Co., Philadelphia, 



No. 1002. 


Instrument Cabinet, with two doors, bottom, top and all four sides, also shelves, of high-grade French plate glass ; 
shelves divided in centre vertically with plate glass, making twelve compartments in all. 

Height, 72 inches; front, 40 inches; depth, 18 inches. 

Price . . $300.00 


No. 1002A. 

Instrument Cabinet, same size as above, but with sheet-metal back, top and bottom. 


Price 


225.00 
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No. 1005. 


No. 1006. 


Instrument Cabinet, one door ; sheet-metal bottom, 
back and top. Sides, front and shelves of high-grade 
French plate glass. Highly polished brass lock and 
hinges. 

Height, 50 inches ; width, 28 inches ; depth, 16 inches. 

Price . . $100.00 


Instrument Cabinet, one door; made to hang on 
wall or place on stand ; sheet-metal bottom, back and 
top. Sides, front and shelves of high-grade French 
plate glass. 

Height, 32 inches; width, 20 inches ; depth, 16 inches. 

Price . . $55.00 


No. 1005A. Same style as above. Height, 60 inches; 
width, 30 inches; depth, 16 inches; with six shelves. 


No. 1006A. Same style as above. Height, 40 inches; 
width, 24 inches ; depth, 16 inches ; with four shelves. 


Price 


$140.00 


Price 


$76.00 
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Wm. F. Bernstein & Co., Philadelphia, 



**•»*.£**. *«(' 


No. 1036. 


Latest Improved Instrument Cabinet. Polished plate-glass shelves, sides and front; highly polished 

brass locks and hinges, five-inch rubber-tired wheels. 

Size: 72 inches long, 75 inches high, 18 inches deep. 


Price 


$300.00 
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Medicine Cabinet, with polished plate-glass shelves, sides and front, frame of metal, white enameled, 
brass locks and hinges, five-inch rubber-tired wheels, two metal drawers. 

Any size to order. 

Size: 42 inches long, 72 inches high, 10 inches deep. 


Price 


$225.00 
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Wm. F. Bernstein & Co., Philadelphia, 



Medicine Cabinet, polished plate-glass front, sides and shelves; frame of metal, white 
enameled; brass locks and hinges. There are eighteen compartments and four doors. 
Poisons are kept locked in small upper closet. Two plates of polished glass are placed 
vertically, separating each closet the entire height; the lower portion has six metal drawers 
with brass track guides, and run on brass rollers, ensuring smooth running. 


Price 


$325.00 
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Operating Table, designed for Dr. De Forrest Willard, Philadelphia. Strong metal frame with polished plate glass 
three-quarters inch thick. Top can be tilted lengthwise at either end. The table proper revolves on ball bearings and 
is securely connected with the stand. The stand is mounted on rubber-tired wheels, five inches diameter, and can easily 
be displaced by means of lever, bringing the table to a firm position. Adjustable glass instrument shelf fitted to frame. 

Price . . $110.00 



Adjustable Frame for Trendelenberg Posture, made to fit any table. 


Price 


$15.00 





























Wm. F. Bernstein & Co., Philadelphia, 




No. 1007. 

The Cleveland Operating Table, for Laparatomy and general purposes. Can be set in various positions. 

Size : 20 inches wide ; 72 inches long ; 34 inches high. 

Price . . $70.00 


No. 1008. 

The Edebohl Operating Table, principally for Gynaecological and Laparatomy purposes. Made of wrought iron, with 
high-grade French plate glass top and shelf; three-inch soft-rubber wheels. Nickel-plated stirrups. 

Size : 20 inches wide ; 48 inches long; 34 inches high. 

Price . . $7500 
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No. 1032. 


Operating Table, for general purposes, substantially made, tubular frame, white enameled, forty-ounce copper gutter 
encircling the entire table carrying the flush to one end. 

Size : 20 inches wide ; 72 inches long ; 34 inches high. 


With polished plate glass, 1 inch thick, $160.00 


With 1-inch green glass, edges polished, $120.00 




























































Wm, F. Bernstein & Co., Philadelphia 
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Operating Table, style and dimensions same as No. 1032, without gutter. 

With polished plate glass 1 inch thick . $95.00 | With green glass 1 inch thick . . . $75-00 

Trendelenberg frame extra . . $15 00 
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Operating Table, designed for the Hospital of the Episcopal Church, Philadelphia. The table can be raised or 
lowered to any desired height by means of foot lever (hydraulic pressure) and can be placed at any angle both length 
and side ways by means of hand screws. By withdrawing small spring lock the top can be revolved. Forty-ounce 
copper gutter encircles the entire top with outlet at each end, copper buckets, connected to receive flush. Polished 
plate-glass top one inch thick. 


Price 


$350.00 
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Wm. F. Bernstein & Co., Philadelphia, 


No. 1048. 

Operating Table, for general purposes, size: 24 x 72 ; 34 inches high. 
The top is of green glass, ^ in. thick, and made convex for a distance of 48 
inches, having an opening of 1 ^ inches between the glass plates to carry off flush. 
The other end is one plate of glass 24 x 24 inches. Polished plate glass on 
Trendelenberg frame, stirrups and small attachments nickel plated. Five-inch 
rubber-tired wheels at one end. 



Complete 


$100.00 | With polished plate glass, x / 2 inch thick in the entirety 



$115.00 


With rough plate glass 


$80.00 | With polished plate glass 


$95.00 
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Size, 20 x 72 inches ; 34 inches high. 


Polished-plate top, 1 inch thick, edges polished . $90.00 | Rough-plate top, 1 inch thick, edges polished . $60.00 



THE ELECTROTHERM. 


The Electrotherm is a flexible sheet or pad composed of asbestos with embedded 
wire, which, when attached to the socket of an electric lamp, offers sufficient resistance 
to the current to produce a constant and uniform degree of heat during operations. 

Price on application. Please state size when writing. 
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Wm. F. Bernstein & Co., Philadelphia, 



No. 1075. 


This table is known as the “ Boldt” table, but we have added some very valuable improvements which make ours 
the most desirable table made, the double curve to posts at rear end overcomes the interference with the shoulders when 
the top is being tilted. The top is of polished plate glass, concaved, with opening in centre to carry flush into deep 
gutters which direct it into pail; the lift rack is neatly and mechanically made in true circle with the swinging point, 
thereby making it easily operated. The clamp for holding stirrups at the proper height and position can be managed 
with greatest ease. The entire frame is galvanized and rubbed down to smooth surface before the white enameling is 
applied. There will be no rust joints. All attachments are nickel plated. 


Price, complete 


$135.00 
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No. 1009 


Operating Table, entirely of wrought iron, centre and end adjustable. 
Size : 20 inches wide ; 72 inches long ; 34 inches high. 

Price . . $74.00 




Plain Operating Table, frame 
made of wrought iron, white enam¬ 
eled, three-inch rubber-tired wheels. 

Size, 24 x 72. Polished plate- 

glass top, 1 inch thick . . $100.00 


Size, 24 x 72. With i-inch 
rough plate glass, edges 

polished.65.00 

Size, 22 x 72. Polished plate 

glass, 1 inch thick . . . 95.00 
Size, 22 x 72. With i-inch 
rough plate glass, edges 

polished.60.00 

Size, 22 x 72. With ^ 4 -inch 
rough plate glass, edges 
polished.48.00 


No. 1084. 
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Wm. F. Bernstein & Co., Philadelphia, 



No. lOlO. 


Table, with top and two 
shelves; three-inch soft-rubber 
wheels, frame made with non- 
breakable joints. Improved pat¬ 
tern, perfectly smooth. 

With ^3-inch rough plate glass, 
edges polished : 

20 x 40.. $24.00 

18 x 38.23.00 

20 x 30.22.00 

With polished plate glass, edges 
polished : 

20 x 40.$27.00 

18 x 38.24.00 

20 x 30 ... . ... 23.00 



Table, with top and one shelf, 
rubber-tired rollers one and three- 
quarter inches diameter, frame 
made with non-breakable joints. 
Improved pattern, perfectly 
smooth. 

With ^3-inch rough plate glass, 
edges polished. 


20 X 40. 

$18.00 

18x38. 

17.00 

20 X 30 . 

16.00 

With polished plate glass, 

edges 


polished : 

20 x 40.$19.00 

18 X38. 17 - 5 ° 

20 X 30.16. 150 

For three-inch rubber-tired 
wheels, add $2.00 to list. 


No. IOII. 
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No. 1012, 


With -inch rough 

plate glass, 

edges polished. 

20 x 40 

$14.00 

18 x 38 

12.50 

20 x 30 

11.50 

With polished plate 

glass, edges 

polished : 


20 x 40 

$15.00 

18 x 38 

13-50 

20 x 30 

12.50 

For three-inch 

rubber-tired 

wheels add $2.00 to 

list. 


Table, with top only of high-grade French plate glass, rubber-tired rollers, one and three-quarter inches in diameter. 
Frame made with non-breakable joints; improved pattern, perfectly smooth. 



24 x 36, rough plate glass 

$30.00 

24 x 36, polished plate glass . 

32.00 

20 x 40, rough plate glass 

28.00 

20 x 40, polished plate glass . 

30.00 

20 x 30, rough plate glass 

26.00 

20 x 30, polished plate glass . 

28.00 


For three-inch rubber wheels deduct 
$1.00 from list. 


No. 1072. 

Table, with glass top and shelf, substantially made, five-inch rubber-tired wheels. 
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Wm. F. Bernstein & Co., Philadelphia, 



No. 1043. 

Bedside Table, frame made of steel, rubber 
feet, towel rack, glass top and shelf are recessed in 
angle steel frame; size, 14x18. 

With polished plate glass, extra heavy, edges 

polished ....... $ 8.00 



No. 1045. 

Bedside Table, frame made of steel tubing, rubber feet; 
glass top projects over edge of frame, and is held in place by 
four pins fitting into indentations in the glass; stock size, 16x 20. 

With polished plate-glass top and shelf, “ extra heavy ” 


# 7-50 




Table, frame made of steel tubing, rubber feet ; glass top extends 
over edge of frame, and is held in place by four pins fitting into indenta¬ 
tions in the glass. 

With polished plate glass, “ extra heavy,” 24x36 . . $ 16.00 

With polished plate glass, “ extra heavy, ” 20 x 30 . . 14.00 


No. 1066. 

Bedside Table, frame made of steel tubing, 
rubber feet; glass top projects over edge of frame 
and held in place by four pins fitting into indenta¬ 
tions in the glass ; stock size, 16 x 20. 

With polished plate-glass top, “extra heavy,” 

and two metal shelves .... $6.50 

For glass shelves instead of metal add $1.50 to list 
price for each plate. 
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Bedside Table, frame made of steel tubing, rubber 
feet, glass top extends over edge of frame and rests on 
rubber tips. 

Stock sizes, 18x18 inches and 16 x 20 inches. 



Bedside Table, frame made of steel tubing, rubber 
feet, glass held in place by flange corners. 

Stock size, 16 x 20 inches. 


With polished plate-glass top, extra heavy . . 
With polished plate-glass top and shelf . . . 



Bedside Table, frame made of steel tub¬ 
ing, rubber feet, glass held in place by 
flange corners and rests on rubber tips. 
Stock sizes, 18x18 and 16 x 20. 

With polished plate-glass top, extra 

heavy.$6.00 

With polished plate-glass top and shelf, 7.50 



• • • $ 5 - 5 ° With polished plate-glass top, extra heavy. $5.00 

• • • 7 - 00 With polished plate-glass top and shelf.6.50 

With polished plate-glass top and two shelves .... 8.00 


No. 1063. 

Entire table made of metal, with guard rail, three-inch'rubber wheels 

Size, 20 x 40. 


Price . $15.00 
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Wm. F. Bernstein & Co., Philadelphia, 



No. 1021. 


Irrigator Stand. This stand is made to hold four tubulated and two plain bottles, of either two, three or four 
gallons each. The upper frame holding the four tubulated bottles is made to swing the two 
lower tubulated bottles to the top when upper ones are empty. Entire frame 
white enameled. Three-inch soft-rubber wheels. 


With 4 tubulated bottles, 2 gallons each, and 2 plain 

bottles, 2 gallons each.$100 00 


With 4 tubulated bottles, 3 gallons each, and 2 plain 

bottles, 3 gallons each.$110.00 


With 4 tubulated bottles, 4 gallons each, and 2 plain 

bottles, 4 gallons each.$120.00 
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No. 1022. 


Bottle Stand, with glass-stoppered bottles. 
Three-inch soft-rubber wheels. 


No. 1022. With two 3-gal¬ 


lon bottles.$28.00 

No. 1022. With two 4-gal¬ 
lon bottles. 3200 

No. 1023. With four 3 gal¬ 
lon bottles. 45-oo 

No. 1023. With four 4-gal¬ 
lon bottles. 5200 

No. 1023. With six 3-gal 

Ion bottles.60.00 

No. 1023. With six 4-gal¬ 
lon bottles. 7050 

No. 1024. With eight 3 gal¬ 
lon bottles.78.00 

No. 1024. With eight 4 gal¬ 
lon bottles.92.00 



No. 1023. 


Bottle Stand, with glass-stoppered bot¬ 
tles. Three-inch soft-rubber wheels. 



No. 1024. 

Bottle Stand, with glass-stoppered bottles. Three-inch soft-rubber wheels. 
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Wm. F. Bernstein & Co., Philadelphia, 



Irrigator Stand. Extra heavy base, resting on rub¬ 
ber rollers. Four-gallon percolator in galvanized frame ; 
same can be elevated to seven feet, six inches high. The 
frame holding percolator can be stood on the floor for 
refilling. The base and uprights are white enameled. 



Including basin and attachments, $20.00 
No. 1040A. Similar in construction to the above, $16.00 


No. 1050. 

Double Irrigator Stand. For specifications see No. 1040. 
Complete . . . . $28.00 
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Plain Stand for hanging irrigators on, made of 
steel tubing, white enameled. 

Price . . $4.00 



No. 1091. 

Irrigator Stand, with four-gallon wide-neck tubu¬ 
lated bottle, perforated ground stopper ; rubber-lined 
receptacle, adjustable in height to seven feet six inches, 
heavy metal base with three-inch soft-rubber wheels. 


Price 


$30.00 
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Wm F. Bernstein & Co., Philadelphia, 



Wall Stand, for same purpose as No. 1035 (see opposite), tubular frame sixty inches high, two upper shelves, 
14 x 48 ; two lower shelves, 20 x 48 ; five-inch rubber-tired wheels. 

With ^3-inch rough plate glass, edges polished 
With -inch polished plate glass, extra heavy, edges polished 


$43.00 

46.00 
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Stand, with three shelves of one-half inch rough plate glass, edges polished, frame of metal, white 
enameled, on five-inch rubber-tired wheels. Brass rods encircling top and shelves. 

Size, 6 feet long; 18 inches deep; 54 inches high. 

Price . . $90.00 
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Wm. F. Bernstein & Co., Philadelphia, 



High-wheeled Litter. Made with drop handles, and twenty-four inch rubber-tired wheels. The tires are one and one- 
half inch diameter and securely fastened to rim. The pad or cushion is well filled, closely quilted and 
covered with white-rubber sheeting. The entire frame work is of metal, white enameled. 

Price . . $55.00 



No. 1046. 

Litter. Made entirely of metal with two twenty-four and two eight-inch rubber-tired wheels. The twenty-four inch 
wheels have nickel-plated rims and spokes, one and one-half inch rubber tires, and are as 
well constructed as any bicycle wheel on the market. 

Price . . $60.00 

Complete with cushion. 
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Swivel Stool, entirely of metal, white enameled; 
used in connection with litter. 



Price 


$ 6.00 


No. 1016. 

Chair of metal, white enameled, rubber feet. 

Price • • $ 7.00 



Metal Ward Chair, white enam¬ 
eled, rubber feet. 

Price . . $ 6.50 



No. 1049. 

Swivel Stool, made ol wrought 
iron, white enameled. 

Price . . $5-5° 



No. 1056. 

Swivel Stool. Four legs, bell form 
very substantial. 

Price . . $ 6.50 
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Wm, F. Bernstein & Co., Philadelphia, 



No. 1033. 


Ward Carriage, frame made of wrought iron, with polished plate-glass top and three shelves (extra 
heavy), edges polished. Top rail and gauze tray also handle are of highly polished brass. Twenty-four 
inch wheels, one and one-half inch rubber cushion tires ; frame work of wheels and yoke supporting them 
are nickel plated. Five-inch rubber-tired wheels on front. Glass raised from frame sufficient to allow 
dusting and cleaning. 

Size : 20 x 40 inches. 


Price 


$100.00 
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•Ward Carriage; size, 18 x 38 ; top and two shelves, 
highly polished guard rails and handles. General construc¬ 
tion and finish same as No. 1033. 

Price . . $87.00 


No. 1038. 




Ward Carriage; size, 24 x 36; frame made of wrought iron, 
with highly polished brass rails encircling the top ; extra heavy polished 
plate-glass top and shelf, also small upper shelf ; mounted on 
four eight-inch rubber-tired wheels ; copper waste receptacle ; porce¬ 
lain basin ; one two-gallon tubulated and two one-gallon plain wide- 
mouth bottles ; spigot. 

Complete . . $80.00 


No. 1054. 
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Wm. F. Bernstein & Co., Philadelphia, 
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Ward Carriage; size, 18 x 38 ; frame made of wrought iron, 
white enameled in its entirety; 24-inch wheels, nickel plated, 1 y 2 - 
jnch rubber-cushion tires ; top and two shelves, also small upper shelf, 
are of extra heavy polished plate glass, edges polished. 

Including one 3-gallon tubulated bottle and attachments, $80.00 


No. 1060. 


Dressing Carriage, frame made of wrought iron, 
with highly polished brass guard rails; extra heavy 
polished plate-glass top and shelf; three-inch soft-rubber 
wheels. 


Size, 20 x 30 
Size, 1 8 x 38 
Size, 20 x 40 


$28.00 

30.00 

34.00 



No. 1064. 
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Dressing Carriage. Lower frame made of wrought 
iron, white enameled, and has brass guard rails and 
handle bars; five-inch rubber-tired wheels. The 
upper frame, including bandage tray, is made of 
brass, highly polished. The top and shelf are one- 
half inch rough plate glass, edges polished, size, 
24 x 36 ; the upper shelf is extra heavy polished 
plate glass, edges polished, size 10 x 36. 

Price . $60.00 


No. 1081. Same as the above, but without upper frame. 

Price . . $36.00 




No. 1095. 


Urinal Rack, for holding twelve urinals and six bed pans, very 
neatly made of band steel, galvanized and rubbed down to smooth 
surface. 

Price . . $20.00 


No. 1080. 
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Wm. F. Bernstein & Co., Philadelphia, 



No. 1051. 

Three=bowl Stand. Revolving, rubber-tired wheels, 
white enameled. 

Price . . $ 10.00 

Including three 15-inch porcelain basins. 


No. 1019. 

Washstand, white enameled ; holds two fifteen-inch 
agate basins, rubber-tired wheels. 

Price . . $ 9.00 

Including porcelain basins. 


No. 1090. 

Immersion Stand. Frame made of wrought iron, 
on heavy base, rubber-tired wheels, three bowls (crystal, 
blue and amber). 1 5 inches diameter; 9 inches deep. 
Revolving. 

Price, complete . . $ 34.00 


No. IO0t. No. I098+- 

• Immersion Stand, for immersing fore-arm. Frame 
made of wrought iron, white enameled, rubber-tired 
wheels. 

Price, complete . . $ 10.00 
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No. 1074. 

Washstand for two bowls, size 26 x 34; frame 
made of wrought iron, white enameled ; rubber feet. 


Price $12.00 




No. 1018. 

Washstand, white enameled, with back and shelf; 
holds 15-inch agate basin. 

Price $9.00 



Oval Washstand, white enameled; holds 15-inch 
agate basin. 


Washstand, white enameled; holds 15-inch agate 
basin. 


Price 


$9.00 


Price 


$2.75 













































































































Wm. F. Bernstein & Co., Philadelphia, 



Japanned Toilet Stands, patented, assorted colors. 


No. io^. With japanned basin, each 
No. ro^. With enameled basin, each 


$8 oo 
9 oo 



Japanned Toilet Sets, 

with oval plate glass, as¬ 
sorted colors. Complete: 
6i y 2 inches high ; diameter 
at base, 17^ inches. 

No. 6 ^ 4 . Plain band, 
japanned, each . $9-5° 

No. 6^. Plain band, 

enaml’d basin, each, 10.50 

No. 6. Stands, with 
soap cup only, jap¬ 
anned, each . . 6.75 

No. 7^. Walnut, oak, 
or decorated, jap¬ 
anned, each . . 11.00 

No. 7^. Walnut, oak, 
or decorated with 
enaml’d basin, each, 12.00 



No. 14^. Plain band, with enameled basin and 

enameled circular top, each . . . $8.00 

No. 24^. Walnut, oak, or decorated with enam¬ 
eled basin and enameled circular top, each . 9.50 


Japanned Square Toilet Stands, ivory white. 

No. i2. Extreme height, 42 inches; extreme width, 

30 inches, each ...... $10.50 
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Japanned Toilet Stands, with enameled oval basins, 
assorted colors. 

No. 104^. Height, 33)4 inches; diameter at 

base, 17^ inches. Complete, each . . $9-5° 


Toilet Stands. 

bowl, jar and carrier. 


White enameled. Complete, wiht 
Dimensions, 31 x 15)4 x 15)4. 


No. 1. Each .. 


$6.no 



Toilet Stands. White enameled. Complete, with Toilet Stands. White enameled. Complete, with 

water tank and jar. Dimensions, 31 x 19)4 x 15)4. water tank, mirror and jar. Dimensions, 31 x 1 9)4 x 15 ) 4 - 

No. 2. Each ....... $S.oo No. 3. Each.$10.00 
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Wm. F. Bernstein & Co., Philadelphia, 



No. 1027. 

Bed Screen, frame of wrought iron, white enameled. 66 inches high, 96 inches full length. 

Price . . $10.50 

Cover of heavy drill, $4.00. 



No. 1042. 

Bed Screen. Metal frame, white enameled; on three-inch rubber wheels; six feet wide, with wings 
six feet long; entire length, eighteen feet. Any size to order. 

Price . . $lJ+.00 


Cover extra. 
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No. 1065. 


Portable Bath Tub, designed for the German Hospital, Philadelphia. The tub is made of No. 16 sheet steel 
and lined with 14-ounce polished copper, with extra large polished brass spigot for draining. The carriage is made of 
wrought iron, with two 18-inch rubber-cushion tired wheels and two 5-inch rubber-tired wheels ; runs very easy. 


Price 


$125.00 
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No. 1093. 


Steel-Clad Portable Bath Tubs, lined with tinned and planished copper ; made in 12-ounce copper, wide rim ; can 
be turned within its own length ; rubber-tired wheels. 

4 feet 6 inches . $29.00 j 5 feet . $29.50 | 5 feet 6 inches . $30.00 

A draw-off cock fitted in bottom at end of tub, unless otherwise ordered. 

’ m 



No. 1094. 


Made in 14-ounce copper ; rubber-tired wheels. 
or 5 feet • • • $42.50 | 6 feet . . . $70.00 

A draw-off tap is fitted in bottom near end, unless otherwise ordered. 
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No. 97. Fig. 1. 


Invalid’s Reclining Rolling Chair, No. 97. 

Oak, Caned, with outside Hand Rims ........ $27.00 

Oak, Caned, without outside Hand Rims ........ 25.00 

Black Walnut to order, extra ......... 3-00 

Tempered Steel Eliptic Spring placed between the seat and gear, extra, $3.00 

Child’s size, Oak, Caned, without Hand Rims ....... $16.00 

Child’s size, Oak, Caned, with Hand Rims ....... 18.00 

Push Handle, extra .... $3 00 



No. 97. Fig. 2. 
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No. 5. 


Invalid’s Rolling Chair, No. 5. 

Oak, Caned ...... $ 26.00 

Without Hand Rims .... 24.00 


Invalid’s Rolling Chair, No. 50. 

With outside Hand Rims . . . . . . $18.00 

Without outside Hand Rims .... 16.00 

Tempered Steel Rliptic Springs placed between 
the seat and gear, extra . . * . . 3.00 



No. 50. 
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Invalid’s Rolling Chair, No. 90. 

Oak, Caned . . $28.00 



Style 17. 


Child’s Rolling Chair, for children under 14 years of age. It is made of oak, nicely 

finished, and is light and substantial. 

No. 17A. Perforated seat and back, two 20-inch wheels in front and one 8-inch 

wheel behind, 24-inch axle ......... $13.00 

No. 17B. Cane seat, spindle back, with carved head piece, two 20-inch wheels in 

front and one 8-inch wheel behind, 24-inch axle . . . . . 14.50 

No. 17C. Leather or plush seat, two 20-inch wheels in front and one 8-inch wheel 
behind, 24-inch axle 


16.00 
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Style 18. 

Adult’s Rolling Chair. 

No. 18A. Perforated seat and back . . $15.00 

No. 18B. Cane seat and spindle back . 16.00 

No. 18C. Leather or plush seat, spindle back, 17.50 


Style 19. 

For price of No. 19 add $2.00 to any style of No. 18. 


Style 50. 





Prices same as No. 52. 
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Style 52. 


For prices of larger wheels or extras in the way of rubber tires, etc., see below: 


No. 52A.. Perforated seat, back and leg rest . $33-°° 

No. 52B. Cane seat, back and leg rest ... 35.00 

No. 52C. Upholstered in Pettipoint .. 37.00 

No. 52D. Upholstered in wool plush, spring seat . 40.00 

No. 52E Upholstered in crushed or embossed mohair plush, spring seat and back . 45.00 

No. 52F. Upholstered in plain, genuine leather, spring seat and back . 50.00 

No. 52G. Upholstered in embossed, genuine leather, spring seat and back . 55 00 


. . ..EXTRAS 


26-inch Wheels in front and 12-inch wheel behind, 

steel tires, extra. $1.00 

28-inch Wheels in front and 14-inch wheel behind, 

steel tires, extra. 2.00 

y 2 Solid rubber tires, extra. 3.00 

y Solid rubber tires, extra. 5.00 

Two 24-inch Wheels, i-inch cushion tire and one 10- 

inch wheel, ^3-inch rubber tire, extra. 8.00 

Two 26-inch Wheels, i-inch cushion tire and one 12- 

inch wheel, ^s-inch rubber tire, extra .... 9.00 

Two 28-inch Wheels, 1^3-inch cushion tire and one 

12-inch or 14-inch wheel, i-inch cushion tire, extra, 12.00 
Ball-bearing attachments for front wheels, extra ... 10.00 


Two Wheels instead of one can be put on in the rear 
at an additional cost of $1.50 to $3.00, according 


to style of wheel. 

Commode attachment, complete, extra.$5.00 

Nickel trimmings, extra.5.00 

Book rest, extra.3.00 

Adjustable leg rest, extra.1.50 

Extension leg rest, extra.3.50 

A good Umbrella, with attachment, for any style 

chair, extra.5.00 

A 20 inch unlined Silesia Parasol, with attachment, extra, 2.50 
The same, satin lined, extra.3.50 
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No. 1039. 



No. 1026. 


Woven Wire Bed Rest. Wrought-iron frame, white 
enameled. Arm rests adjustable. 


Woven Wire Bed Rest. Wrought-iron frame, 
white enameled. 


Price . . $5.00 


Price . . $4.00 




No. 1028. 

Folding Bed Tray. Neat, handy and durable. 


Price 


$1.75 
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The Baby Tender. A Baby Walker and Jumper Combined. Nursery 
Style, No. i. Stained and varnished, plaything holder and bronzed 
casters, 16 inches high, body ring 9 inches in diameter inside. Regular 


size ............ $3.00 

Nursery Style, No. 2. 18 inches high, body ring 9 inches . . 3.50 

Nursery Style, No. 3. 18 inches high, body ring 10 inches . . 4.00 


Other Sizes Furnished to Order. 


In asking for an estimate, please give the child’s weight and 
length of the inside of legs. 





No. 1025. 


Revolving Bedside Stand. Made of wrought iron, 
white enameled. Can be used as bed tray. Mounted 
on rubber-tired wheels. 

$ 7.00 



Baker’s Adjustable Bedside Table. The leaf can 
be tilted, extended, raised or lowered. To the leaf are 
attached folding book holders, to be used when leaf is 
tilted. 

With Black Enameled Frame . . . $ 3 - 5 ° 

With White Enameled Frame . . . 4.00 

With Nickel Plated Frame . . . 6.00 


Price 
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Special Instrument Sterilizers. Oval in Shape, fitted 
with two racks, or one rack and one zinc tray. 


Sizes of Sterilizing Chambers and Prices: 



Height. 

Length. 

Width. 

Heavy Tin 
Copper Bottom. 

All 

Copper. 

No. 14. 

6 inch . . 

. 14 inch . . 

. 9^ inch . 

. . $5.00 

$12.50 

No. 16. 

7 inch . . 

. 16 inch . . 

. 10)4 inch . 

. . 6.00 

15.00 

No. 18. 

8 inch . . 

, . 18 inch . . 

. 12 inch . 

. . 7.00 

1750 


Special Sizes to Order. 


Bed Pans. 


No. i. Round, per dozen.$26.00 

No. 2. Round, with Outlet Tube, per dozen . . . . 30 25 


No. 3. Oval, per dozen.$33-5° 

No. 4. Oval, with Outlet Tube on side or end, per 

dozen .40.25 



General Purpose Sterilizers. 


Sizes of Sterilizing Chambers and prices: 


All 



Heavy Tin 
Copper Bottom. 

Height. 

Diameter. 

Copper. 

No. 2. 7^f inch . . 

, . 8inch ...... 

. . $2.50 

$7.00 

No. 3. 10*4 inch - 

. 9inch ..... 

. . 3-00 

8.00 

No. 4. n )4 inch • • 

. io )4 inch. 

• • 3-50 

9.00 

No. 5. 12^ inch . . 

. ll '4 inch. 

. . 4.00 

10.00 


Special Sizes to Order. 



Hospital Cushions, 

List.per dozen, $38 00 



Bath Tubs. 

No. o. Oval, 15 x 18, Slate Color, each. $ 6.00 

No. 1. Oval, 20 x 25, Slate Color, each. 8.00 


No. 2. Round, 24 inch diameter, Slate Color, each, 10.00 

No. 3. Round, 30 inch diameter, Slate Color, each, 12.50 

No. 4. Round, 34 inch diameter, Slate Color, each, 15.75 
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Chair Cushions. 


Sateen cover, per dozen . . $42.00 



Invalid Chair Cushions, sateen cover. 


No. 1. Seat, 16x16; Back, 16 x 16, per dozen, $ 85.00 

No. 2. Seat, 16 x 16; Back, 16 x 18, per dozen, 89.00 

No. 3. Seat, i6x 18; Back, 18 x 18, per dozen, 99.00 

No. 4. Seat, i8yx i8';]Back, i8*x 2o,"peFdozen, 105.00 


Air Pillows, 



No. 1. Sateen cover, 9x13, per dozen 
No. 2. Sateen cover, 10 x 16, per dozen 
No. 3. Sateen cover, 12 x 18, per dozen 
No. 4. Sateen cover, 14 x 23, per dozen 
No. 1. Creton cover, 9x13, per dozen 
No. 2. Creton cover, to x 16, per dozen 
No. 3. Creton cover, 12 x 18, per dozen 
No. 4. Creton cover, 14 x 23, per dozen 
One-half dozen in a box. 


$19.00 

22.00 

30.00 

36.00 

22.00 

25.00 

33 - 00 
39.00 



Invalid Cushions, slate color. 


No. 1. Diameter 9 inches, per dozen . . $16.00 

No. 2. Diameter 10 inches, per dozen . . 17.50 

No. 3. Diameter 11 inches, per dozen . . 18.50 

No. 4. Diameter 12 inches, per dozen . . 20.50 

No. 5. Diameter 13 inches, per dozen . . 21.50 

No. 6. Diameter 14 inches, per dozen . . 22.50 

No. 7. Diameter 15 inches, per dozen . . 23.50 

No. 8. Diameter 16 inches, per dozen . 24.50 

No. 9. Diameter 17 inches, per dozen . 25.50 

No. 10. Diameter 18 inches, per dozen . . 27.25 

One-half dozen in a box. 

Gas Bags. 

Pure black or red rubber. 


Gas Bags. 

Pure black or red rubber. 



^ Gallon, each, 

$1-05 

5 Gallon, each, 

$2.50 

1 Gallon, each, 

1.25 

6 Gallon, each, 

2.50 

1 Gallon, each, 

1.40 

7 Gallon, each, 

3-35 

2 Gallon, each, 

1.60 

8 Gallon, each, 

3-75 

2 y 2 Gallon, each,- 

1.80 

9 Gallon, each, 

4-35 

3 Gallon, each, 

2.00 

xo Gallon, each, 

5 i 5 

4 Gallon, each, 

2 -35 




Add 75c. to list if with Hard Rubber Stop Cock. 



OBLONG. 


OBLONG. 

18 x 24, 15 Gallon, covered with drilling, each, $ 7.25 
20 x 30, 25 Gallon, covered with drilling, each, 9.25 

24 x 30, 35 Gallon, covered with drilling, each, 11-25 

30 x 40, 55 Gallon, covered with drilling, each, 14.00 

30 x 40, 55 Gallon, covered with canvas, each, 20.00 
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Rubber Chair and Crutch Tips. 

PER DOZEN. 

No. 17. No. 18. No. 19. No. 20. No. 21. 
$0.54 $0.60 $0.66 $0.72 $0.72 

These are made vvith^a rough interior. 



Esmarck Bandages. 

With chain, per dozen, $9.00 | Without chain, per dozen, $6.00 



Tourniquet. 

Includes one Esmarck Bandage with chain and one Sur¬ 
geon’s Bandage, 2)4 inches by 10^ feet long. 

List, per dozen... $20.00 

Each set in a neat box. 



Instantaneous Tourniquet. 

Directions. —Place the hard rubber piece over the 
artery and stretch the cord tightly around the limb, slipping 
both ends into the slot. 

List, 24 inches of cord, per dozen.$2.50 

One dozen in a box. 


ICC Bags. Pure Gum. 


No. 1. for spine. No 2. 

No. 1. 9 ]/ 2 x 2,% inches, per dozen . $2 25 

No 2. 11 x 3^ inches, per dozen . 3 00 


No. 10. for head. no. 11. 

No. 10. gl x 6)4 inches, per dozen.$ 3 - 5 ° 

No. 11. 11 x 6)4 inches, per dozen. 4 - 00 


One dozen in a box. 



FOR THROAT. 


No. 20. 7 inches, per dozen.$ 6-75 

No. 21. 8 inches, per dozen.7.00 

No. 22. 9 inches, per dozen.7.25 

No.-23. 10 inches, per dozen.7.50 

No. 24. 11 inches, per dozen.7.75 


One-half dozen in a box. 


Pessaries. 


Spiral spring ring, per dozen.. $2.60 








Soft copper wire, per dozen 


$2.75 
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No. 4. No. 5. No. 6. No. 7. 


Soft Rubber Urinals. 

No. i. Regular Pattern, day use, per dozen .... $12.50 


No. 2. Regular Pattern, day use, per dozen .... 11.25 

No. 3. Regular Pattern, day use, Female, per dozen, 24.00 
No. 4. French Pattern, day and night use, per dozen, 14.00 
No. 5. French Pattern, day and night use, Female, 

per dozen.14.00 

No. 6. French Pattern, day use, per dozen.24.00 

No. 7. French Pattern, day and night use, per dozen, 31.00 
Nos. 1, 2, 3, 4, 5, one-half dozen in a box. Nos. b and 
7, one in a box. 


Larrabee Abdominal and Head Coils, red rubber. 
Hard rubber connections, six-feet tube on each end. 



Abdominal, 12 inch diameter. 


Larrabee Abdominal and Head Coils — Continued. 



Head, 3 sizes. 


Abdominal, per dozen .$48.00 

Head, per dozen .35.00 

* Packed one in a box. 

These coils are of great convenience when hot or cold 
applications are necessary. They are light and are easily 
adjusted. By attaching the tube to an elevated vessel a 
circulation of water can be maintained without disturbing 
the patient. 



Spine Water Bottles. 


15 inches long, per dozen . $18.75 

20 inches long, per dozen . 23.50 

26 inches long, per dozen . 28.00 


The above sizes kept in stock. Any length disired, made 
to order. 



Stomach Tubes. Hard rubber connections. 


With Bulb, per dozen . $17.50 

Without Bulb, per dozen . 13-00 


Either style supplied with large, medium or small funnel. 
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Kelley’s Obstetrical or General Operating Cushion. 

Size, 20 x 44 inches, per dozen. #50.00 

Size, 24 x 44 inches, per dozen . 63.00 



Perineal Cushion. These Cushions are made of fine red 
rubber, and are invaluable to the physician and surgeon. 

Size, 14 x 34 inches, per dozen.$36.00 



Kelley’s Improved Surgical Cushion. The feature of 
this new Cushion is the covered apron for conducting the fluids to 
the receptacle. It has a stout spring at the mouth of the apron 
which insures an unobstructed flow. At the lower end there is a 
hook which can be snapped over the spring by folding back the 
apron. This forms a pocket for receiving the fluid and is very 
convenient in many operations. 

Size, 20 x 44 inches, per dozen . $68.00 

Size, 24 x 44 inches, per dozen . . 81.00 



All Rubber. Flannel Covered. 



Water Bottles. 
LIST: 

All 

Rubber. 

Flannel 

Covered. 

No. 1. 

i Quart, per dozen 


$ 8.50 

$ I I .OO 

No. 2. 

2 Quart, per dozen 


9.25 

I I.50 

No. 3. 

3 Quart, per dozen 


10.00 

12.00 

No. 4. 

4 Quart, per dozen 


10.75 

I2.5O 

No. 5. 

5 Quart, P er dozen 


11.50 

13.00 

No. 6. 

6 Quart, per dozen 


11.25 

i 3 - 5 ° 



Combination Bag. Can be 

supplied with water-bottle noz¬ 
zle and hard rubber cap. 

No. 1. 1 Quart, per dozen 

No. 2. 2 Quart, per dozen 

No. 3. 3 Quart, per dozen 

No. 4! 4 Quart, per dozen 



Fountain Syringe Bag. 

Can be supplied with hard 

rubber connection. 

. #475 

. 5.00 

. 5 - 5 ° 

. 6.00 



Foote’s Syringe and Urinal. 

Uach . #5.00 
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Fig. 1. 


Surgeon’s Aprons. 

Fig. i has shoulder straps. 

Fig. 2 is a large sleeveless apron and is a com¬ 
plete protection. 

*Both styles are made of fine red rubber lined 


with cloth. 


“ Baxters.” 


Fig. 1. 38 inches long, each 

# 4-75 

Fig. 1. 44 inches long, each 

5-50 

Fig. 1. 50 inches long, each 

. 6.25 

“ Trippes.” 


Fig. 2. 56 inches long, each 

7.25 



Hg. 2. 



No. 2265 . 


Glass Dishes. 

3 inches diameter, each 

$0.35 

6 inches diameter, each 

•75 

9 inches diameter, each 

1.50 


No. 2410. With Tubulature and Stoppered. 

No. 2420. With Tubulature, Stoppered, Glass 


Tap ground into Tubulature. 

No. 2410. 
Per Doz. 

No. 2420. 
Per Doz. 

y 2 gallon .... 

$16.50 

$ 55.00 

1 gallon .... 

25.OO 

65.OO 

2 gallon .... 

47.OO 

86.00 

4 gallon .... 

58.OO 

96.00 
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Nursing Bottles. Flint and Green Glass. 



Flint, per gross . . $10.50 
Green, per gross . . 8.00 



Flint, per gross . . $10.50 
Green, per gross . . 8.00 



Flint, per gross . . . $9.75 
Green, per gross . . 8.00 



Millville Nursing Bottle. 


No. 1. Flint, Narrow 
mouth for nipples, 
per gross.$9 75 



Baltimore Nursing Bottle. 


6 ounce Flint, per gross.$8.00 

6 ounce Green, per gross.6.75 

8 ounce Flint, per gross. .9.75 

8 ounce Green, per gross.8.00 

12 ounce Flint, per gross.12.75 

12 ounce Green, per gross.10.25 



The Handy Nurser. 


6 ounce, per gross.$8.00 

8 ounce, per gross.9.75 

12 ounce, per gross.12.75 



No. 5 Shoe=Shaped Nursing Bottle. 

Flint Glass. Capacity, 8 Ounces. 

Per gross .$12.00 



Three Star Nurser. For Nipples. 

Graduated in Fluid Ounces. 

8 ounce, Flint Glass, per gross .$6.00 
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Sick Feeders. 



Shape A. 


Shape B. 


No. 300. Shape A. Large, plain white, per dozen.$3-00 

No. 336. Shape A. Large, white flowered, gold lines, per dozen .... 5.25 

No. 350. Shape A. Small, blue decoration, gold lines, per dozen .... 4.00 

No. 400. English Shape. Large, plain white, per dozen.3.00 

No. 244. Shape B. White, gold lines, per dozen.3.75 

No. 245. Shape B. Blue decoration, gold lines, per dozen.4.00 



No. 1270-2. With Side Spout. 



No. 1271-1. With Side Spout. 


No. 1270-2. Plain white, per dozen.$3-°° 

No. 1271-1. Blue decoration, gold lines, per dozen.5.00 



Porcelain Spoons. 

White and gold, per dozen .... $2.00 
White and gold, flowered, per dozen, 2.00 
Decorated blue and gold, per dozen, 2.00 



Graduated Medicine Spoon. Of fine 
Porcelain, edges and handle gilded, with 
graduated lines enameled in black, denoting 
the measure of Tea, Dessert and Table 
Spoons. 

Per dozen.$3-°° 



Heavy Cut=Glass Spoons. 


Size Tea, per dozen.$3.25 

Size Dessert, per dozen.. . 4.50 

Size Table, per .dozen.7.50 



Fluted Eye Baths. 

Glass, per dozen. 


. . $0.65 



Earthenware. Glass. 

Spit Cups. 

White earthenware, with loose funnel, per dozen.$3.60 

Blue glass, per dozen.3.00 



Pus Basin. 


Glass, 13x8 inches, per dozen . . $10.25 
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Earthenware Bed Pans. 



No. 5. 



No. 7. 


No. i. White, per dozen . . . . $11.75 

No. 2. White, per dozen .... 10.00 

No. 7. White, slipper shape, with handle, per doz., 11.00 


Urinals, With Handles. 



Glass, Male, Plain. 



Glass, Female, Graduated. 



Douche Pans, zinc. These Pans are made without 
seam at bottom, and are fitted with screw plug, by which 
the outlet may be tightly closed, if desired. 

No. 1. 12 x 16 inches, each .... $1.75 

No. 2. Same as No. 2, but with 2-quart Zinc 

Reservoir added, each . . . 3.00 

No. 3. Same as No. 1, but including 6 feet Rub¬ 
ber Tubing, patent Shut-off and Hard 
Rubber Vaginal Pipe, each . . . 3.25 


Glass Male Urinal, Graduated, per dozen . . $7.50 

Glass Female Urinal, Graduated, per dozen . 8.00 

Glass Male Urinal, Plain, per dozen . . 5.50 

Glass Female Urinal, Plain, per dozen . . 6.00 

White Earthenware Male Urinal, per dozen . 7.50 

White Earthenware Female Urinal, per dozen . 7 - 5 ° 


The advantage of a Graduated Glass Urinal will be 
manifest at once, as it does away with the use of a 
separate graduate in keeping a record of the amount of 
urine passed during any given time. 
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Porcelain Enameled Blue and White Ware. 


No. 24 26 28 30 

Inches . . 9X x 2X 10^x2^ 11^x2^ 12X x3/ 8 

Per dozen . $3.00 $3.25 $3.75 # 4-75 

No. 32 34 36 

Inches. 13x3^ 14x3^ i 5 x 3 X 

Per dozen . . . . $5.50 $6.00 $6.75 


Extra Strong. 


No. 

4 i 

47 

53 

61 

75 

Inches . . 

. 16 x 4X 

18 x 4X 

20 x 5 

24 x 6 

29X x 6X 

Per dozen . 

. $12.00 

$14.00 

$19.00 

$23.00 

$42.00 


Infants’ Seamless Baths. 



No. 50. 31 x 19 x 9X inches, each 


. $5.00 



No. 100. 41 x 20X x 10X inches, each 



Commode Attachment for Chamber Pails 

No. 10. Per dozen . $10.00 



Seamed Chamber Pails. 

11X x 11X inches, with enameled covers, per doz., $23.00 



Spittoons. 


No. 20. 9X x 4X inches, per dozen.$ 8.75 

No. 30. 10X x 4X inches, per dozen . .10.25 


Pus Basins. 



No. 1. 9X x 3X inches, each.$0.60 

No. 2. 10X x 4X inches, each..70 

No. 3. 11 x 4X inches, each.75 



D—337. 


« 



It has been found in practice that the various curves will fit 
the parts of the body most perfectly as follows : 

[a] -Side of forehead, lip, chin, front and side of neck, arm, 

forearm, leg. 

[b] -Side and back of head, back of neck, shoulder, thigh. 

[c] -Side of head, side of the face, under breast, chest, abdo¬ 

men, loin, under buttock, under scapula, upper part of 
thigh. 

[a, 2, b]-Below ear, with [2] behind angle of jaw, in the 
axilla, with the arm raised, in the fold of the nates, in 
either the knee-chest or lithotomy position. 

[e]-In loin, when patient is lying on back, on back between 
scapulae. 

The small curves, 1, 2, 3, 4 and 5, serve to fit into depressions 
in various part of the body. 

No. 20. Each.$0.75 




Child’s Commodes. Chair Commodes. 

No. 1. 6 X x 4X inches, per dozen.$ 4 .°° 

No. 3. 11X x 7X inches, per dozen . 4. . . 8.75 


No. 2. 
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Douches or Irrigators. 

No. 50. y / 2 Quarts, 7)4 x 6 % inches, per dozen.#15.00 

No. 5. 5 Quarts, 10 x 6)4 inches, per dozen •.21.00 



Seamless Antiseptic Lipped Trays. For the immersion of 
Surgical Instruments. 

No. 1. 15x9x1^ inches, per dozen .#11.50 



Covered Seamless Commode Pans. 

No. 4. 10% x 6^ inches, with enamel covers, per dozen, #14.00 

Cover interlocks, which enables the article to be carried by 
the handle on the cover. 




Improved Slop Jars, with valve, bail and seamless foot. 

No. 209. 4 Gallons, 12)4 by i\)( inches, per dozen . . . #25.00 
No. 2io. \)4 Gallons, 13^ x 12^ inches, per dozen . . . 28.00 



OPEN VIEW. 

“ Odorless’’Commode Chamber Pails. 

No. 30. it>)4 x 11 inches, each.#5.00 



WATER CARRIER. FOOT TUB. SLOP JAR. 


WATER CARRIER. FOOT TUB. SLOP JAR. 

“Brunswick” Toilet Sets. 

No. 1. 11 x 9^5 inches, each. #3-00 

No 2. 15 y 2 x 19 x 7^ inches, each.2.50 

No. 3. 11 )4 x 13 inches, each. 3.00 

Complete set..8.50 



“ Cassel ” Toilet Sets, Filleted. 

Full set, consisting of 7 complete pieces.#9.50 




No. 3. 


Patent “ Horn ” Bed Pans. 

No. 3. Each.#4-50 

The most common sense Bed Pan 
in the market. Send for circular. 




No. 2. 

Seamless Bed or Douche Pans. 

No. 2. i5^x 11 x 3, each, #2.00 

If ordered packed in wooden 
boxes, 10 cents each extra, net. 



Female Urinals. 

No. 1. Per dozen . . . #23.00 


No. 1. 

Bed Pans. 

No. 1. Each.#3-oo 

If ordered packed in wooden 
boxes, 10 cents each extra, net. 

Seamless Spit 
Cups, with 
Covers. 

No. 15. 4^x3 
inches, per 
dozen . #5.00 



Male Urinals. 

No. 2. Per dozen . . . #21 00 
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No. 201. Each 


No. 60. 


No. 301. Each 


61 



Slop Jar, with Bail. Foot Tub, with Foot. Water Carrier. 

“ Prince” Toilet Sets. 

$3.00 | No. 202. Each . . $2.50 | No. 203. Each . . $3.00 

Complete set .... $8.50 



Douche, with seven feet of Rubber Tubing and three nozzles. 

2 x 13 x 4^ inches, 8 quarts, complete, each .... $ 6.00 

“ Case Lots,” 1 dozen. 



Slop Jar. Foot Tub. Water Carrier. 


$1.75 | No. 302. Each . $1.50 | No. 303. Each . $2.00 

No. 300. Complete set ... $6.75 


“ Case Lots,” 3^sets. 
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Blue and White Steel Enameled Chamber Pails.—H. 


No. 2. io quarts. No. 3. 12 quarts. 

Each, $1.00. Each, $1.25. 

Case lots, y 2 dozen of a size. 


No. 4. 14 quarts. 
Each, $1.50. 



Blue and White Steel Enameled Flaring Pails, Seamless.—H. 




Blue and White Steel Enameled Chambers.—H. 


Nos. 

Inches, 

Each, 


7 A x 4 >4 
50 cents 

Case lots, 2 dozen of a size. 


1 % 

Z'A x 5 
60 cents 


10K x S 3 A 

75 cents 



Blue and White Steel Enameled Convex Water Pitchers.—H. 


Nos. 501 

Pints, 1 

Each, 40 cents 




(No Covers.) 




Nos. 

040 

0 

0 

060 

070 


Inches, 

3 3 X x 4 % 

4 x 5 

4 >6 x 5 y z 

\Yz x 6 


Quarts, 

Each, 

H 

30 cents 

1 

32 cents 

'Y 

35 cents 

2 

40 cents 

Blue 

Nos. 

080 

090 

0100 

0110 

Nos. 

Quarts, 

Each, 

Inches, 

Quarts, 

Each, 

\ 3 A x sy 2 

2]/2 

42 cents 

SA x 7 

3 

45 cents 

S 3 A x 7'A 

4 

50 cents 

6y x 8 

5 

55 cents 

Nos. 

0120 

0140 

0160 

0180 


Inches, 

8 Yz x 7>£ 

9/4 x 8 

io>^ x 9 

11 >2 x 10 Y 


Quarts, 

6 

8 

10 

12 


Each, 

60 cents 

70 cents 

75 cents 

$ 1.00 




504 505 

4 5 

75 cents 90 cents 


Water Pitchers.—H. 


50 cents 


65 cents 


3 

3 

75 cents 


4 

4 

90 cents 



Gray Steel Enameled Cuspidores. — H. 

No. 30. 8x5 inches. 

Each, 60 cents. 


Blue and White “Favorite ” Seamless Oblong Pans.—L. 


Inches, 

13x9x2 

14 x 9 y x 2^ 

15 x 10Y x 2 Y 

Each, 

55 cents 

60 cents 

65 cents 

Inches, 

16 X I I X 2 % 

17x11^ x 2 Y 

l8 X 12 # X 2 % 

Each, 

75 cents 

85 cents 

95 cents 

Inches, 

20 x 13^ X 2 % 



Each, 

$1.15 




Case lots, 2 dozen of a size. 



Oblong Trays. 


No. 113. 13 inches, per dozen.# 5-75 

No. 115. 15 inches, per dozen . 7.00 

No. 117. 17 inches, per dozen . . 8.50 

No. 119. 19 inches, per dozen . 9.50 




























Makers of High Grade Aseptic Hospital Furniture. 


63 



Beadstead, with Standard woven-wire spring (see page 72) on steel angle sides and ends.' 7 Special flat bar at 

, foot to receive extension attachment. 


Extension Attachment, with yoke over wheel to 
prevent cord from falling off. Can be set at any 
desired height; made of wrought iron, galvanized 
or enameled. 

Price . . $2.50 



No. 1029. 
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Wm. F. Bernstein & Co., Philadelphia 



Sizes : 2 feet 6 inches x 6 feet 3 inches and 3 feet x 6 feet 3 inches. 



The above Beadsteads, with rigid bottom; for use in surgical wards, cross bars of steel angle, steel bands 

running lengthwise. This style bottom may be used with any 
desired style head and foot stander. 



























































Makers of High Grade Aseptic Hospital Furniture. 


65 



No. 20. 


Bedstead, with Standard woven-wire spring (see page 72) on steel angle sides and ends, high head stander and shelf, 
special flat bar at foot stander to receive extension attachment Any style foot 
stander can be made with the special flat bar. 




Plain Substantial Bed, with clothes rack at head and foot stander, for Children’s ward, Foster Homes, etc. 
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No. 21. 


Bedstead, with Standard woven-wire spring (see page 72) on steel angle sides and ends, 

canopy frame ^encircling'the entire bed. 



No. 19. 

Bedstead, a neat, substantial hospital bed, with Standard woven-wire springs (see page 72) 

on steel angle sides and ends. 
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Very Strong, Plain Crib, steel band bottom, sides swinging and detachable, the bottom can also be made 

detachable, made with rollers or wood feet. 



Bernstein's Easy Detachable Bed, with Standard woven-wire spring (see page 72). A very handy bed to take 
down—“no bolts or screws ’’—one person can take it down and set it up again in one-half 
minute. Our patented attachment can be applied to any of our beds. 
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A Veryi Convenient Bed, for 

general Hospital purposes, entirely 
of iron and steel, with Standard 
woven-wire spring (see page 72). 
The lift rack is made of woven 
wire, making a comfortable sup¬ 
port, easily operated by the nurse. 


Perfectly Plain Bed, intended for children’s 
surgical wards, steel angle bottom, usually made 
28 inches from the floor. 

No. 103A, same style, adults’ size. 
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No. 26. 

Child’s Crib, with extra-fine woven-wire spring (see page 72), extra high, swinging sides, 

made with brass or iron knobs. 



Child’s Crib, perfectly plain, made entirely of iron and steel, woven-wire mattress, usually made 26 inches from the 
floor and detachable; the vertical spindles are placed very close together; rubber feet or rollers. 
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Wm. F. Bernstein & Co., Philadelphia, 



Child’s Crib, size 2-3 x 4-3 (any size to order) made entirely of metal; woven-wire spring, detachable, 24 inches 

from the floor; very durable. 



No. 93. 


Child’s Crib, with brass knobs, stationary or swinging sides ; woven-wire spring, 24 inches from the floor 

vertical spindles very close. 
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No. 94. 


No. 72. 

Bedstead, with woven-wire spring, made entirely of metal, white enameled, either bolted or detachable; 5-inch rubber- 
tired wheels ; very convenient to wheel patients to sun porch, usually made 26 inches from the floor. 

Basket Crib, No. 94, for maternity wards ; can be attached to any of our beds ; steel, white enameled. 



Child’s Crib, size 18 x 32 (any size to order) ; woven-wire spring, usually 
28 inches from the floor ; vertical spindles 2 inches apart. 


No. 99. 


■> 
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EXTRA FINE FABRIC. 


Exact size mesh of*our extra-fine woven- 
wire fabric. 












